AMENDMENT NO. 8 MARCH 2012 
TO 
IS 15111 (PART 2) : 2002 SELF BALLASTED LAMPS 
FOR GENERAL LIGHTING SERVICES 


PART 2 PERFORMANCE REQUIREMENTS 


[Page 4, clause 14.1.2, Table 1B (see also Amendment No. 6)] — Add the following Note at the end of 
the table: 


“NOTE — Harmonic current less than 0.6% of the input current measured under test conditions or less than 5 mA whichever is greater are 
to be disregarded.’ 


(ET 23) 
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